To:  Matt  Francis[m. francis@erllc.com];  Way,  Steven[way. steven@epa.gov];  Griswold, 

Hays[Griswold.  Hays@epa.gov] 

From:  Brobst,  Bob 

Sent:  Wed  8/12/2015  3:53:30  PM 

Subject:  RE:  Water  Treatment  at  Gold  King 


Any  word? 


Robert  B.  Brobst,  P.E. 

Senior  Environmental  Engineer 
U.S.  E.P.A.  Region  8 
1595  Wynkoop  Street 
Denver  Colorado 


303-312-6129  (office) 


“It  is  a capital  mistake  to  theorize  before  one  has  data.  Insensible  one  begins  to  twist  facts 
to  suit  theories,  instead  of  theories  to  suit  facts.”  Arthur  Conan  Doyle’s  A Scandal  in 
Bohemia  (1891) 


“ The  Good  thing  about  science  is  that  it’s  true  whether  or  not  you  believe  in  it.”  Neil 

deGrasse  Tyson 


From:  Matt  Francis  [mailto:m.francis@erllc.com] 
Sent:  Tuesday,  August  1 1,  2015  10:10  AM 
To:  Brobst,  Bob;  Way,  Steven;  Griswold,  Hays 
Subject:  Water  Treatment  at  Gold  King 
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These  are  the  guys  talking  to  us  so  far 


h ttp : //  w w w.om  niwatersol  uti  on  s.com/ 


http://www.evoqua.com 


Matt  Francis 

Environmental  Restoration,  LLC 
303.994.6611 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for 
the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended 
recipient  or  the  employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any 
dissemination,  publication  or  copying  of  this  e-mail  is  strictly  prohibited.  Although  this  email 
has  been  scanned  for  malware,  the  sender  does  not  accept  any  responsibility  for  any  loss, 
disruption  or  damage  to  your  data  or  computer  system  that  may  occur  while  using  data  contained 
in,  or  transmitted  with,  this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately 
notify  by  return  e-mail.  Thank  you. 
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